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BRIEF HISTORY OF THE COMPANY 


Twenty years ago, the Miami Cycle and Manufacturing Com¬ 
pany, manufacturers of the famous Racycle Bicycle and the 
Flying Merkle Motorcycle, introduced Miami steel recessed 
bathroom cabinets to the architectural and building fraternity. 
In 1923, the Miami Cabinet Company was organized for the 
purpose of taking over the bathroom cabinet business of the 
Miami Cycle and Manufacturing Company. In 1933, The Philip 
Carey Company, an institution of international scope, purchased 
the Miami Cabinet Company, thus linking together two famous 
trade names, MIAMI and CAREY. 


In 1933, Carey Cabinets were introduced for the first time. In 
1938, the Colonial Line of cabinets and bathroom accessories 
was introduced. Today, we present to you in this catalog the 
most complete line of bathroom cabinets, mirrors and acces¬ 
sories ever offered the trade. 

The products shown in this catalog are the result of forty-eight 
years of experience in the fabricating and finishing of metal. This 
experience, backed by the resources of The Philip Carey Manu¬ 
facturing Company (organized in 1873), is your guaranty of 
complete satisfaction. 


DESIGN AND CONSTRUCTION 


VV hen Miami Cabinets were first introduced twenty years ago, 
all bathroom cabinets, both wood and steel, were of standard 
pattern and design — a square or oblong box fitted with a mir¬ 
ror door with wide unsightly flanges of steel or wood visible on 
all sides of the mirror — useful, but certainly not beautiful. 
Miami designers and engineers, not satisfied and refusing to 
accept the existing opinion that a bathroom cabinet could not be 
beautiful as well as useful, set to work to revolutionize the indus¬ 
try. In the ensuing years, Miami first introduced the panel Vene¬ 
tian type of cabinet; the mirror clip that replaced the old ugly 


rosettes; the wing mirror type of cabinet, the complete hotel 
bathroom unit, the circular mirror model, mirror lined recess 
shelves (both horizontal and vertical). The Imperial, the Du- 
Barry and many other distinctive and beautiful models have all 
been introduced by Miami. The first electrically-lighted bath¬ 
room cabinet was likewise introduced by Miami. 

In brief, Miami has combined the beautiful with the useful as 
is exemplified in the many exclusive models illustrated in this 
catalog. Miami’s new designs of today are the standard 
models of tomorrow for others. 


CO-OPERATION WITH ARCHITECTS 


Miami-Carey designers and engineers recognized the fact that 
the Modern Bathroom of Today is as different from yesterday’s 
bathroom as is the difference between day and night. Bathroom 
layout and the selection of the proper fixtures for today’s many 
different bathrooms presents a problem that requires the services 
of a trained architect. 

Miami-Carey designers and engineers work in close co-opera¬ 
tion with architects, builders and contractors in the interest of a 


better understanding between the home owner, the architec t and 
the manufacturers. Architects are invited to call on us for 
sketches and helpful suggestions on any unusual bathroom 
cabinet, mirror or accessories problems. 

Over two hundred practical cabinet and accessories men lo¬ 
cated in strategic points throughout the country are available 
to assist you with your cabinet, mirror and accessories problems. 

See back cover for partial list of branch offices and distributors. 


A FEW TYPICAL INSTALLATIONS 


For twenty years, Miami Cabinets have been recognized as the 
finest examples in bathroom cabinet construction. In 1933, the Carey 
Cabinets were introduced for the first time. Today, the combined 
line is known as M1AMI-CAREY-C0L0NIAL, the most complete 
line of cabinets, mirrors and accessories offered the trade. 

It may well be said that the sun never sets on MI AMI-GAR EY- 


COLONIAL cabinets. Thousands of them are in use all over the 
world — in China, Japan, India, Italy, France, England, Alaska and 
in the South American countries as well as in all the states in the 
United States; likewise, in ships that “Go Down to the Sea.” 

In the nature of a reference, we submit below a few typical 
installations. 


RESIDENCES 

The Governor’s Mansion, Jefferson City, Missouri 
John D. Rockefeller, Jr., Estate, Pocantico Hills, N. Y. 
Henry Ford, near Savannah, Georgia 

Junior Chamber of Commerce Home, Birmingham, Alabama 

Mrs. Horace Dodge Wilson, Detroit, Michigan 

Elisha Walker, Syosset, Long Island, New York 

Dickerson Estate, Brattlesboro, Vermont 

Kodak Realty Homes, Rochester, New York 

A. L. Riley, Wilkes-Barre, Pennsylvania 

S. N. Amster, Shaker Heights, Ohio 

Lewis L. Strauss, Brandy, Virginia 

Leonard K. Firestone, Macedonia, Ohio 


PUBLIC BUILDINGS 
The Building of Italy, Rome, Italy 
WWJ (Detroit News Radio Station), Detroit, Michigan 
New York State Bathhouses, Saratoga Springs, New' York 
Hickman Memorial Home, West Chester, Pennsylvania 
Southwestern Bell Telephone Building, St. Louis, Missouri 
U* S. Aerological Building, Los Angeles, California 
27 U. S. Army and U. S. Navy Barracks Buildings 

Copyright 1938; Miami Cabinet Company 


MOTELS, CLUBS, THEATRES, APARTMENTS 

19 East. 72nd St. Apartments, NewYork Gitv. N.Y. 
Hotel Manila, Manila, P. I. 

Hotel Astor, New York City, N. Y. 

Greenbrier Hotel, White Sulphur Springs, \ a. 
Stevens Hotel, Chicago, III. 

Broadway Mansions, Shanghai, China 
Boxy Theatre, New York City, N. Y. 

Hotel Isabel, Mexico City, Mexico 
New Washington Hotel, Seattle, Wash. 

Hotel Dennis, Atlantic City, N, J. 

W aldorf Apartments, Cincinnati, Ohio 
Hotel Frontier, Cheyenne, W yoming 
Hotel Sylvan Lake, Rapid City, S. Dak. 

Madison Park Apts., Seattle, Wash. 

Oakley Village, Inc., Baltimore, Maryland 
Franklin Heights Apartments, Roanoke, Va. 

The Rahall Hotel, Becktey, W. Va. 

Brentwood Village Apts., Washington, D. C. 
Hotel St. Paul, St. Paul, Minn. 

40 U. S. Government Housing Projects 
Huckens Hotel, Oklahoma City, Okla. 

Baranof Hotel, Juneau, Alaska 
Laurel Village Ben Avon, Pittsburgh, Pa. 


UNIVERSITIES AND HOSPITALS 

Slate Teachers’ College, Harrisville. Pa. 
Notre Dame University, Notre Dame, Ind. 
Columbia University, New York City, N. Y. 
Creighton University, Omaha. Nebr. 

Texas University, Austin. Texas 
Yale University, New Haven, Conn. 

Duke University, Durham, N. G. 

John Carroll University, Cleveland, Ohio 
Johns-Hopkins Hospital, Baltimore, Md. 
Allegheny General Hospital, Pit tsburgh, Pa. 
Fitzsimons General Hospital, U. S. Army. 
Denver, Colorado 

U. S. Marine Hospital. Buffalo, N. Y. 
Maternity Hospital, Cleveland, Ohio 


STEAMSHIPS 

S. S. Manhattan, U. S. Line 
S. S. George Washington, U. S. Line 
U. S. Navy Warships 
Ghris-Craft Yachts and Cruisers 
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MIAMI 


CABINETS and ENSEMBLES 


SPECIFICATIONS 


A LL models and units illustrated on catalog pages 
.4 to 13, inclusive, are Miami ensembles, cabinets 
or individual units. These models are representative of 
the finest in cabinet design and construction. Only the 
best materials obtainable are used in the manufacture 
of the Miami Line. 

MIRRORS 

All mirrors are “A” quality genuine plate glass. No 
finer mirrors can be purchased. All mirrors are “Elec¬ 
trolytic” copper backed , guaranteed for five years against 
silver spoilage. 

BRASS 

All brass used for mirror frames, hinges and other 
parts is specially rolled to our specifications so as to 
insure a first-quality chromium finish. 

PLATING 

Chrome plating is in strict accordance with the best 
specifications for this type of plating so as to insure an 
everlasting and lustrous finish. 

HINGES 

All door hinges, except the hinge on the Duchess 
and Moderne, are piano type, brass , chromium plated. 
The Duchess and Moderne hinge is of a special type. 


STEEL AND CONSTRUCTION 

The steel used in the Miami Line is ARMCO prime 
sheets, 18-gauge, specially prepared for enameling. 

The bodies of all cabinets in the Miami Line are 
formed from one piece of steel so as to make a one-piece 
body. No open seams or joints to rust or gather dirt. 

All door strikes are stainless steel , bullet door catches 
are brass , chromium plated. Door stops are the bar type, 
brass , chromium plated. 

Shelf supports in the Miami Line are stainless steel. 
The “U” type bracket prevents the shelf from being 
upset. The two bottom shelf brackets are arranged to 
accommodate six tooth brushes. 

FINISH 

A cabinet is no better than its finish. The finish 
used on all models in the Miami Line is Crystal Snow , 
a noil-porous finish of a pyroxylin nature applied by 
a special process. It is guaranteed not to discolor 
with age, crack, craze or peel. The original lustre will 
remain indefinitely in spite of frequent cleaning to re¬ 
move stains, a fact which earned for Crystal Snow the 
title “The finish that won’t retain a stain.” 
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DU BARRY CABINET . . . 


MIRROR ENSEMBLE 
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A Masterpiece of Beauty , Convenience and Completeness 


The DuBarry, a distinctive unit, brings to the modern 
bathroom life-time beauty, today, tomorrow and always 
— colorful, brilliant, modern. 

The beautiful center unit, with its concealed lighting 
reflected onto the mirror and into the room, is enhanced 
by the two open side cabinets. The deep lustre of 
chrome, combined with colored or regular silver mirrors, 
makes it possible for the architect and the home owner 
to work out a combination that will harmonize with 
the general color scheme of the bathroom. 

DETAILS OF CONSTRUCTION 

The center unit consists of recessed mirror set in a 
brass , chromium plated frame. The concealed light fix¬ 


tures are located behind opal glass panels at the top 
center and behind the narrow mirrors on both sides of 
the large center mirror. Perfect illumination for the 
entire bathroom and for shaving and dressing the hair 
is provided by four 12-inch, 10-watt Lumaline light 
bulbs, two on each side of the large center mirror and 
by one 18-inch, 60-watt Lumaline light bulb above the 
large center mirror. These five bulbs will be furnished, 
if ordered, at extra cost. See price list for cost. The unit 
is wired complete at the factory. See catalog pages 16 
and 17 for suggested installations. 

The large center mirror is optional as to color, either 
the new rose (flesh) or regular silver. The small narrow 
side mirrors of the center unit may be had in blue, 
green, gun metal, rose (flesh) or 
regular silver. 

SIDE CABINETS 





There are no doors on the side 
cabinets of the DuBarry. These 
cabinets are lined on the inside 
with mirrors, either blue, green, 
gun metal, rose (flesh) or regular 
silver. Three glass shelves to 
match the mirror are furnished 
with each cabinet. 

SPECIFICATIONS 

No return flange on the center or 
side units. When installed, all units set 
flush against the finished wall line. 

When ordering, please specify: 

1. Color of large mirror — rose (flesh) 
or regular silver. 

2 Color of narrow side mirrors in the 
center unit — blue, green, gun metal, 
rose (flesh) or regular silver. 

3. Color of interior of the two side 
cabinets — rose (flesh), gun metal, 
blue, green or regular silver. 

4. Specify whether light bulbs shall be 
furnished. 

[See page 3 for additional specifications ] 
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New 


Different 


Distinctive 


MIAMI LOUIS XIV CABINET ... MIRROR ENSEMBLE 


The Louis XIV unit is not merely a bathroom cabinet, but an 
ensemble of beautiful bathroom furniture. The flexibility of this 
ensemble is one of its most attractive features. If there is not 
sufficient wall space for the installation of all three units above 
the lavatory, the center unit, with its concealed light fixtures 
around the center mirror, may be installed over the lavatory and 
the individual side cabinets may be installed in the adjacent side 
walls (see catalog pages 16 and IT for different installations). 


SPECIFICATIONS 


No return flanges on center unit. The side cabinets have one- 
quarter inch return flange. 

When ordering, please specify: 

I. Color of mirror for side cabinets, either rose (flesh) or regular 
silver. 




DETAILS OF CONSTRUCTION 

1 he center unit is a beautiful modern recessed mirror. There 
is no cabinet behind it. There is no door. The frame around the 
center unit is brass , chromium plated. The center mirror is the 
new rose (flesh) colored glass. Regular “A” quality silver mirror 
is optional. The small side mirror panels on the center unit are 
optional as to color — either rose (flesh), 
blue, gun metal, green or regular silver. 

The lights concealed behind the white 
opal glass panel at the top of the center 
unit and behind the two narrow side mir¬ 
rors are arranged so as to reflect proper 
illumination to the center of the mirror. 

Light is also reflected out into the room 
through the top front panel, thus provid¬ 
ing sufficient illumination for the average 
bathroom. Two 12-inch, 40-watt Luma¬ 
line lights are placed on each side of the 
center mirror. One 18-inch, 60-watt Luma¬ 
line light is located behind the opal glass 
panel above the large center mirror. 

These bulbs will be furnished at extra 
cost if ordered. See price list for bulb cost. 

The wiring is complete at the factory. 

SIDE CABINETS 

The two side cabinets are finished in¬ 
side in Miami Crystal Snow white finish. 

Three glass shelves are furnished with each 
cabinet. 


2. Color of large mirror for center unit — rose (flesh) or regular 
silver. 


3. Color of the two narrow side mirrors for the center unit — 
blue, green, gun metal, rose (flesh) or regular silver. 

1. Specify whether light bulbs are to be furnished. 

[SVe page 3 for additional specifications] 


The mirrors in the side cabinets are set 
in brass, chromium plated frames to match 
the frame of the center unit. These mir¬ 
rors are the new rose (flesh) color. Regular 
silv er mirrors are optional. 
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(Left) The Imperial with Side Cabinet Door* Closed 


MIAMI IMPERIAL CABINET 


Here is Miami’s latest development in Modern Bath¬ 
room Cabinets — an exclusive, distinctive, DeLuxe 
Model for those of discriminating taste — the very 
finest cabinet that money can buy. The Imperial is 
distinguished by the skillful harmonizing of Chrome 
and Glass. The frame around the entire cabinet is brass , 
chromium plated. Spacious side cabinets, one on each 



side of the large recessed mirror, have chromium framed 
mirror doors swung on brass , chromium plated piano- 
type hinges. Cabinets are finished inside in white 
Crystal Snow and are equipped with three glass shelves, 
stainless steel shelf supports and tooth brush holders. 
The shelf under the center mirror is white vitrolite. 

The inside walls projecting outward from the center 
mirror are faced with mirrors that match 
the large center mirror. 

The lighting arrangement is indirect. Two 
light bulbs concealed behind the opal glass 
panel at top of the center mirror provide 
perfect reflected light for shaving or dressing 
the hair. If fifty watt or larger bulbs are 
used, the light is sufficient to provide ade¬ 
quate illumination for the average bat hroom. 
All wiring is completed at the factory. 

The rose (flesh) colored mirrors may be 
had if required. 


SPECIFICATIONS 

Overall size.32"x32 

Wall opening.31 % "x31 Yi "x4% " 

Depth, front to back.4 %" 

[iSVe page 3 for additional specifications] 
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The POWDER PUFF 

Dressing Room Mirror 

In the home of today, the Powder Room is almost as 
essential as was the bathroom in the house of the late 
nineties. 

The custom-built Powder Puff unit, as illustrated, 
adds the final touch to the modern powder or dressing 
room. Architects, contractors, and home owners have 
indorsed the Powder Puff as the most complete and dis¬ 
tinctive dressing room unit yet offered to the public. 




DETAILS OF CONSTRUCTION 

The outside frame is brass finished in lustrous chro¬ 
mium plate. The large center mirror is the new alluring 


rose (flesh) color. Regular silver mirrors may be had 
if desired. 

The small mirrors on either side of the large center 
mirror are optional as to color—-either rose (flesh), 
gun metal, blue, green, or regular silver. 

IHNMHI 

The recessed lower shelf may also be had 
in the same colors as the small side mirrors 
or in regular silver. 


SPECIFICATIONS 

()verall size.35 "xil 34 " 

Wall opening.34J4"x40^"x4^|" 

Depth, front to back.4 

This unit is not fitted with a return flange. When set in the wall, 
the front flange sets flush against the finished wall line. 

[See page 3 for additional specifications | 
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The light brackets are concealed behind 
the two small side mirrors and are so located 
that the light is reflected onto the large 
center mirror through ground glass panels. 
Four 18-inch, 60-watt Lumaline bulbs, two 
on each side of the center mirror, provide 
perfect illumination. These four bulbs will 
be furnished when ordered. See price list 
for extra cost. 

All wiring is completed at the factory. 

When ordering, please specify color of 
mirrors desired. 
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The POMPADOUR 




The DUCHESS 


The DUCHESS 

The Duchess is a spacious cabinet concealed behind a 
beautiful circular mirror set in a chromium plated frame of 
brass , styled to match today’s modern bathroom fixtures and 
accessories. 

The ingenious hinge, on which the door is swung, permits 
the door to be pulled outward over the lavatory so that when 
opened the mirror is only a few inches from the face of the 
individual — an ideal arrangement for shaving or dressing 
the hair. 



The MODERNE 


The Moderne 
is similar to the 
Duchess except 
that there is no 
frame around the 
mirror. The mir¬ 
ror has a beauti¬ 
ful beveled edge 
and is attached 
to the solid steel door with stainless steel mirror clips. 

When installed in the wall, the Duchess and the Moderne 
look like beautiful circular mirrors hung on the wall. 

Two plate glass shelves adjustable to three positions are 
furnished with each model. The razor blade drop in the back 
wall of the cabinet is brass , chromium plated. 

Both of the above models are protected by l . S. Patent 
No. 2130556. 


SPECIFICATIONS THE DUCHESS and MODERNE 


Mirror size. . 
Wall opening 


.26" circle 

\6y 2 "x}6y 2 "x\ ] 4" 


The POMPADOUR 

Circular Mirror and Recessed Shelf 

The Pompadour, an ideal unit for t he guest bathroom, the 
downstairs lavatory or the dressing room, consists of a 26- 
inch circular mirror and glass lined recess shelf. There is no 
cabinet behind the circular mirror. Steel back on which the 
mirror is mounted is fitted for concealed hanging on the wall. 

The frame around the lower recessed shelf is brass , chro¬ 
mium plated. The shelf itself is lined with mirrors. The colors 
available are blue, green, gun metal, rose (flesh) or regular 
silver. By using suitable colors in the lower shelf, beautiful 
effects can be worked out that will harmonize with bathroom 
color schemes. 

The circular mirror is usually finished in regular silver. 
The new rose (flesh) color mirror is available at slight addi¬ 
tional cost. 

SPECIFICATIONS FOR LOWER SHELF 

Wall opening.23%"x7%"x!? / 8" 

W hen ordering, please specify color desired for recessed shelf — blue, 
green, gun metal, rose (flesh) or regular silver. 

[vSVc pcuje 3 for additional specifications] 
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The OXFORD 




The Oxford, a smaller and less expensive edition of 
the Imperial, is modern, complete, different and dis¬ 
tinctive. It is designed for the medium and smaller 
sized bathrooms not large enough to accommodate the 
Imperial. 

Color makes the bathroom of today attractive and 
alluring. The Oxford, finished in color to match tile, 
bathroom fixtures or the color scheme of the room, is 
the last word in modern planning. The Oxford can be 
finished in any color desired at a slight additional cost. 
See price list for cost in special colors. 

© 

DETAILS OF CONSTRUCTION 

Storage cabinets are located on each side of the 
mirror. The door frame of the storage cabinets is 
brass , chromium plated. The shelves, three on each side 
of the cabinet, are plate glass. The center mirror is re¬ 
cessed four inches back from the front of the cabinet. 
There is a white vitrolite shelf at the bottom 
of the center mirror, a convenient place for 
toilet articles. 

The frame around the entire unit is Arrnco 
prime stock steel regularly finished in white 
crystal snow. 

The light brackets concealed behind the 
white opal glass panel at the top center of 
the cabinet are arranged so as to reflect light 
onto the center mirror and thus provide 
illumination for making the toilet. 

Light is also reflected out into the room 
through the front light panel, providing suffi¬ 
cient illumination for the average bathroom. 

Regular type bulbs up to 75 watts may be 
used. We do not furnish the bulbs. 

All wiring is completed at the factory, and is 
in accordance with Underwriters’ regulations. 




SPECIFICATIONS 

Overall size.29^"x29%" 

Wall opening.27 7 /$ "x28 J4 "x4 } 4" 

Depth, front to back.4J4" 

Return flange.34 " 

When ordering, please specify color in which the 
cabinet frame and side panels are to be finished. 
Also specify whether regular silver or rose color mir¬ 
rors are desired. 

[See page 3 for additional specifications] 
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INDIVIDUAL UNITS 

The units illustrated on this page make possible a wide choice in expressing individual 
ideas of beauty and distinction. The combination of these units permits the architect and 
the home owner to make up combinations that will best meet the ow ner’s requirements. 


No. 902 — 26" Circular Mirror — This beautiful circular 
mirror fitted with concealed device for hanging on the face of 
the wall is the ideal unit for installation in the small dressing 
room, for the entrance hall or above the dresser in Milady’s 
boudoir. 

It is also a practical and very beautiful mirror for hanging 
above the mantel in the living room. The mirror may be had in 
regular silver or in the new rose (flesh) color, the latter at slight 
additional cost. 

No. 903 — Recessed Lighted Mirror — The majority of the 
leading interior decorators are today suggesting that a lighted 
mirror be installed over the lavatory of the bathroom and that 
the medicine cabinet be installed in an adjacent or opposite wall. 


Model 903 meets these specifications exactly. The large center 
mirror is recessed four inches back from the front of the unit. 
Underneath the center mirror is a vitrolite shelf providing a con¬ 
venient place for the toilet articles in use. 

The large center mirror is surrounded with lights on both sides 
and at the top. The light fixtures on the side are concealed behind 
decorative side mirrors. Light fixtures at top are concealed be¬ 
hind the opal glass panel, so that entire mirror is illuminated; 
in addition, the top light assists in illuminating the bathroom. 

The frame around the entire unit is brass , chromium plated. 

The new rose (flesh) or regular silver mirror is optional for the 
center panel. Side mirrors may be had in blue, gun metal, green, 
rose (flesh) or regular silver. 


No. 900 



No. 900 — Mirror 
Lined Recess Shelf 
— In far too many 
bathrooms, no stor¬ 
age space is provided 
for accessories which 
are either too large or 
too damp to be stored in the average 
medicine cabinet. This unit is suggested 
for installation above the end of the bath¬ 
tub where it provides storage space for 
Milady’s bath salts, bath brush, sponge 
and other accessories of the bath. The in¬ 
terior of the unit is lined with beautiful 
colored mirrors, either rose (flesh), blue, 
gun metal, green or regular silver. The 
shelves are glass to correspond with the 
mirrors. 

No. 904 — Mirror Lined Recess Shelf 
—This is a smaller mirror lined recess shelf 
suggested for installation above the tub 
where the larger Model 900 is not required. 

This unit combined with Model 903 illus- 


t rated on this page is 
an ideal combination 
for installation above 
the lavatory when 
the cabinet is placed 
in a different position 
in the bathroom. 

Rose (flesh), blue, green, gun metal and 
regular silver mirrors are available. 

No. 901 — Extra Bathroom Cabinet 

— The modern bathroom of today is very 
often equipped with more than one cabi¬ 
net. Model 901 is an ideal smaller cabinet 
to be installed alongside of the large cabi¬ 
net over the lavatory or on walls adjacent 
to the lavatory. 

See illustration bottom catalog page 16 
for suggested installation. 

The door is fitted with a mirror which 
is set in a brass , chromium plated frame. 
The inside of the cabinet is finished in 
white Crystal Snow. Three glass shelves are 
furnished. 



No. 904 


SPECIFICATIONS 



No. 901 


Model. 

900 

901 

902 

903 

904 

Mirror. 

none 

10"x28" 

26" 

20"x26" 

none 

Overall. 

9 1 %"x26" 

10M"x28i4" 

26" 

29^"x31^" 

24 "x8" 

Wall opening. 

934"x25^"x4^" 

8M"x24H"x4^" 

none 

28^'x30M"x4^" 

23^"x7^"x4^" 


[iSee page 3 for additional specifications] 
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MIAMI Towel Supply 
and Utility Cabinets 


The location of the bathroom cabinet, above the lavatory, makes 
it impractical to install a long and large cabinet in this position, 
because the articles stored on the top shelves of the cabinet would 
be out of reach of the average individual. 

Extra storage space is a necessity in many bathrooms. The 
models illustrated on this page, not only provide this extra space, 
but the large mirror, sixty inches in height, serves as a full length 
bathroom mirror, a feature appreciated by every woman building 
or remodeling a home. 


MODELS 510-A and 510-B 

These two models are designed for the luxurious bathroom. 
The beautiful mirror is set in a large chromium plated frame. The 
heavy air cushioned door is swung on brass , chromium plated piano 
hinges. 

Model 510-A is eight inches deep. Model 510-B is six inches 
deep. Five plate glass shelves are furnished with each cabinet pro¬ 
viding an abundance of shelf space for the storage of towels, other 
bathroom linen, extra toilet accessories and bathroom supplies. 


SPECIFICATIONS 


Model. 

510-A 

510-B 


Mirror. 

20"x60" 

17%"x57%"x8" 

20J4''x60i4"x8%" 

20"x60" 

17%"x57%"x6" 

20J4‘ , x60J4"x6%‘' 

Wall opening. 

Overall. 



[See page 3 for additional specifications ] 
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1000, 1050, 1075 


Nos. 1100, 1150, 1175 


Miami Cabinets 


MIAMI CABINETS 


with Chromium-Framed Mirrors 


Venetian Type 



The deep brilliant lustre 
of chromium adds attrac¬ 
tiveness to the modern 
bathroom, so that today 
we find almost all the 
bathroom fittings and ac¬ 
cessories finished in chro¬ 
mium plate. 

To keep pace with the 
trend of bathroom design 
and decoration, our crafts¬ 
men designed the Chrome 
Framed models illustrated 
on this page. They are 
beautiful cabinets with no 
knob, hardware or portion 
of the body visible. The 
one-piece mirror frames 
are brass with the chro¬ 
mium applied over nickel. 

The one-piece frame 
used on all models illus¬ 
trated on this page elimi¬ 
nates the necessity of ugly corner clips commonly used to 
cover open joints. The cabinet body and door back are finished 
in the famous Miami Crystal Snow , noted for its durability. 

The heavy chromium plated piano hinges are capable of 
carrying many times the weight of the door — yet they are 
neat in appearance and are not visible when the door is closed. 


SPECIFICATIONS 


Model. 

1000 

1050 

1075 

'Overall. 

1 Mirror. 

UVall opening.. 
Return llange. 

16M"x26 M" 

16 "x26 " 

WA"xl9%"x4l4’ 
h i" 

I8M"x2BK" 

18’x28" 

15M"x21^"x4M" 

U" 

20M"x32J4" 

20"x32" 

17^"x25M"x4M" 

M" 

Three plate glass shelves, two tooth brush racks, razor blade drop. 


Master Models 

The Master Models illustrated at the left have the same 
specifications as the Venetian style illustrated above. These 
models are suggested for the bathroom where straight lines are 
required. 

The two bottom shelf supports on all models on this page 
are so designed that they can be used as tooth brush racks. 
This arrangement does not interfere with the use of the bot¬ 
tom shelf brackets for the support of a shelf if the tooth 
brush rack is not required. 

The Master Model is available in three sizes as listed below. 


SPECIFICATIONS 


Model. 

1100 

L150 

1175 

Overall. 

Mirror. 

Wall opening.. 
Return flange. 

16i4"x22J4" 

16"x22" 

13%"xl9%"x4^" 

18J4 "x24Ti" 
18"x24" 

1534"x21M”x4M" 

H" 

20^"x28 \i" 
20"x28" 

17M"x25M"x4M" 

Three plate glass shelves, two tooth brush racks, razor blade drop. 


[See page 3 for additional specifications] 
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ALL MIRROR FRONT MODELS 

Venetian Model ivith Side Wings 


In this model, beauty and utility are combined to an 
unusual degree to provide a cabinet that meets the re¬ 
quirements of the most exacting. The wing mirrors are 
adjustable, as are wing mirrors on a lady’s dresser, so that, 
perfect vision of the back of the head and shoulders is 
possible — an ideal arrangement to assist in dressing the 
hair. Used over the dressing table, the unit makes an 
attractive and practical vanity. 

The cabinet is concealed behind the large center mirror. 
No portion of the cabinet is visible from the front. 

SPECIFICATIONS 


Model. 

770 

780 

Overall. 

Center mirror. . . 
Wing mirrors. . . 
Wall opening. . . 
Return flange. . . 

32 Yi "x26 " 
16"x26" 

8"x22" 

13%"xl9M"x3 W 
V 

34J^x28" 

18"x28" 

8"x24" 

15 % "x21 % "x3 x /i " 

I" 

Three plate glass shelves, two tooth brush racks, razor 
blade drop. 


Simplicity Models 

The square top models Nos. 720, 730 and 740, illustrated 
on the right, are designed for the bathroom where straight 
lines are used rather than curves or arches. 

The mitered line mirrors as illustrated are furnished 
regularly unless otherwise specified. Plain beveled edge 
mirror is also available. Be sure and specify if the plain 
mirror is required. 

SPECIFICATIONS 


Model. 

720 

730 

740 

Mirror. 

16"x22" 

18"x24" 

20"x28" 

Wall opening. 

13%"xl9%" 

I5%"x21%" 

I7M"x25%" 


x4H" 

x4H" 

x4 H" 

Overall. 

16"x22" 

18"x24" 

20"x28" 

Return flange 

H" 

H" 

M" 

Three plate glass shelves, two tooth brush racks, razor 
blade drop. 


Venetian Models 

The models illustrated on the right are suggested for the 
bathroom where arches or curves are used. Set in the wall, 
these models resemble unusually handsome mirrors. No 
knob, hardware or portion of the cabinet is visible to indi¬ 
cate that a spacious cabinet is hidden behind the door. 
Note the extra large mirror on Model 750 (18"x30"). The 
mitered line mirror as illustrated is regular equipment. 
Plain bevel edge mirror is available. Be sure and specify 
type of mirror required. 

SPECIFICATIONS 


Model. 

710 

750 

Mirror. 

Wall opening. . . 

Overall. 

Return flange. . . 

16"x26" 

16"x26" 

H" 

18"x30" 

15^"x2m"x4M" 

18"x30" 

H" 

Three plate glass shelves, two tooth brush racks, razor 
blade drop. 


[See page 3 for additional specifications ][ 


I 


THE PHILIP CAREY COMPANY 




mi •' 


Miami Cahlnets 







































































































TUBULAR LIGHT BRACKETS 



TUBULAR 

LIGHT BRACKET No. 1 


LIGHT BRACKET No, $ 


Miami Cabinets 


The solution to effective bathroom lighting has been solved 
by Mianh-Carey in the light fixtures illustrated on these two 
pages — fixtures to meet the designer’s exacting demand for 
beauty of line, the interior decorator’s desire for harmony and 
the architect’s insistence on the practical. 

Miami and Carey cabinets fitted with the attractive light 
fixtures illustrated on these pages bring new beauty to your 
bathroom, lighting it at attractive savings in installation cost. 
Only one electrical outlet is required in the bathroom fitted 
with a Miami-Carey electrically equipped cabinet. This outlet 
should be in the top of the wall opening provided for the 
cabinet. 


TUBULAR LIGHT BRACKET No. 1 

The illustration in the upper left hand corner of this page illustrates one 
of the larger models fitted with Tubular light bracket No. 1. 

We recommend that this bracket, because of its size, be used on the 
following Miami and Carey cabinets: Nos. 1050, 1075, 1150, 1175, 730, 
740, 750, 2020, 2010, 2050, 620, 650 and 670. 


TUBULAR LIGHT BRACKET No. 2 


The photograph in the lower left hand corner of this page illustrates 
a Miami cabinet fitted with Tubular light bracket No. 2. These brackets 
do not have the adjustable chromium plated shields. The glass shade over 
the light bulb is opal. Tubular light bracket No. 2 is available on all cabinets 
illustrated on the following pages: 12, 13 (except 770 and 780), 18, 20, 


21, 22 and 23. 


We suggest a Miami-Carey Cabinet 
fitted with either Tubular Light Brack¬ 
ets No. 1 or No. 2 for the large bath¬ 
room. For medium sized and smaller 
bathrooms, we suggest cabinets fitted 
with either Tubular Light Brackets 
No. 3 or No. 4. 

All wiring for cabinets fitted with 
Light Brackets is completed at tin* 
factory, and is approved by the Under¬ 
writers’ Laboratories. 

Cabinets ordered with Light Brackets 
are fitted, on the return flange, with 
electric switch and convenience outlet, 
as illustrated in the lower right corner 
of Page 15 (opposite). 
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FOR MIAMI-CAREY CABINETS 

The cabinet is wired complete at the factory. The light fix¬ 
tures, the switch and electric convenience plug are all mounted 
on the cabinet at the factory. This eliminates the cost of three 
electrical outlets per bathroom. 

The light brackets illustrated on these pages are correctly 
located so as to concentrate the light at the point where it is 
most needed and yet provide sufficient illumination for the en¬ 
tire bathroom. 

Light brackets Nos. 1, 3 and 1 are fitted with chromium plated 
light shields which are adjustable in all arcs of a 180-degree 
angle, thus permitting the light to be directed onto the mirror, 
out into the room or to any intermediate degree desired. 


TUBULAR LIGHT BRACKET No. 3 


TUBULAR LIGHT BRACKET No. 3 

The cabinet illustrated in the upper right hand corner of this page is 
fitted with Tubular light bracket No. 3, similar in appearance to bracket 
No. 1 but smaller in diameter. There is no glass shield over the bulb as in 
bracket No. I. Frosted bulb T-8 should be used. This frosted bulb serves 
the same purpose as does the glass shield over the clear bulb. 

Light bracket No. 3 is recommended for cabinets Nos. 1000, 1100, 710, 
720, 2010, 2030, 610, 660, 701, 1622-BF, 1622-CF and for all models on 
page 23. 


OVERHEAD LIGHT BRACKET No. 4 

The photograph directly to the right illustrates a square top cabinet 
fitted with a single overhead Tubular light bracket No. 4. This 
type of bracket is recommended for the small bathroom and the 
downstairs lavatory. 

Light bracket No. 4 is avail¬ 
able for the following cabinets: 

Nos. 1100, 1150, 1175, 720, 730, 

740, 640, 650, 2030, 2040, 2050, 
and for all models illustrated on 
page 23. 


For tubular light brack¬ 
ets Nos. 1 and 2, use a T-8 
clear bulb. For Tubular 
light brackets Nos. 3 and 4, use 
a T-8 frosted bulb. Cabinets are 
not equipped with bulbs. They 
can be purchased from electric 
shops. They are a regular bulb, 
differing only from the com¬ 
mon light bulb in that they 
are Tubular in design. 


OVERHEAD TUBULAR LIGHT 
BRACKET No. 4 


AND OUTLET 
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Suggested Layout for Master Bathroom 

Over lavatory—Imperial cabinet, No. 6000 soap holder, No. 6001 tumbler holder. On each side of lavatory, towel bars 
No. 5002. On adjacent wall, towel supply cabinet No. 510-A or 510-B. Over the tub—No. 901 mirror lined recessed 
shelf. No. 6004 soap holder and grab bar, and No. 5003 towel bar. 


O N these pages, we present a few 
examples which show the many 
combinations in which Miami-Carey 
units may he installed to advantage. 

Architects and builders have long 
recognized the inadequacy of stand¬ 
ard bathroom cabinets and acces¬ 
sories which make no provision for 
the numerous odds and ends that 
the housewife likes to keep in the 
bathroom. To overcome this defi¬ 
ciency, to provide an orderly place 
for every bathroom essential — to 
add new beauty and convenience, 
Miami-Carey ensembles and units 
were created. 



Suggested Layout for Bathroom Used by More Than Two Individuals 

Over the lavatory, No. 2010 cabinet with Tubular light brackets. On each side, install cabinet No. 901. On adjacent wall, No. 500 towel supply cabinet. Over the 
lavatory, soap holder No. 6000, tumbler holder No. 6001. On either side of the lavatory. No. 5004 towel bar. Over the tub — No. 904 mirror lined recess shelf, towel 

bars Nos. 5002 and 5003, soap holder and grab bar No. 6004. 
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Suggested Layout for Large Master Bathroom 

Over the lavatory, DuBarry ensemble consisting of center unit with concealed lighting and two No. 900 mirror lined recessed shelves. In adjacent wall. No. 901 side 
cabinet with mirror front door. Accessories over the lavatory and on adjacent wall — No. 6000 soap holder. No. 6001 tumbler holder, No. 5001 towel bar. Over the 
end of the tub. No. 900 mirror lined recessed shelf. Over the side of the tub No. 6001 soap dish and grab bar, No. 904mirror lined recess shelf, two No. 5003 towel bars. 


M' 


IAMI-GAREY cabinets are 
produced in combination units 
in various shapes and sizes to con¬ 
form to individual bathroom, archi¬ 
tectural and family needs. With 
Miami-Carey units, you may supply 
a large cabinet for husband and wife; 
individual cabinets for children; re¬ 
cessed shelves for sponge, brush, 
bath salts and other supplies handy 
for the bath; a towel supply cabinet 
— all the delightful harmony in 
sizes that make efficient use of wall 
space and beautify the bathroom. 


Suggested Layout for Guest Room 

Over the lavatory, the Pompadour combination consisting of a circular mirror and No. 904 mirror lined recess shelf. 
Adjacent to the lavatory, three No. 5001 towel bars. Over the tub, one No. 5002 towel bar, and No. 904 mirror lined 

recess shelf. 


ENSEMBLES 













































































































































MODEL 906 


HOTEL BATHROOM CABINETS 
AND MIRRORS 

Models illustrated on this page were developed by 
Miami-Carey designers in co-operation with hotel archi¬ 
tects. Design and equipment are based on long experience 
and thorough knowledge of hotel requirements. Thousands 
of these cabinets are installed in the world’s leading hotels, 
clubs and public buildings. The models illustrated are 
practical. This is a proven fact. However, if you are de¬ 
signing a new hotel or remodeling an old one, the Miami- 
Carey organization will co-operate with you in working 
out your own ideas. 

MODELS AS-110 AND AS-410 

Regular equipment for the AS-110 and AS-410 consists 
of overhead curved towel tray with douche bag hooks, 
center light fixture complete with opal shade and electric 
convenience plug, white enameled combination soiled 
towel and razor strop hook, light switch, bottle opener, 
razor blade drop, three adjustable glass shelves and one 
Vitrolite shelf. 

SPECIFICATIONS 


Model. 

AS-110 

AS-110 

Mirror. 

Wall opening. . . 
Overall. 

16"xl6" 

17H"x24H"x3%* 

20%"x26%" 

12"xl6" 

13%"x24%"x3%" 

16%"x26%" 


MODEL 905 

Regular equipment consists of overhead straight towel 
tray complete with douche bag hooks, two bronze, chro¬ 
mium plated light brackets, light switch, white enamel 
combination face towel and razor strop hook, electric 
convenience plug, combination bottle opener and cork 
screw, razor blade drop, three adjustable glass shelves and 
one V Urol He shelf. 



MODEL 905 


SPECIFICATIONS 

Model. 

Mirror. 

Wall opening. 

Overall. 


.905 

.12"xl6" 

13%"x24%"x3%" 
.16% " x 26%" 


MODEL 906 

This is not a complete cabinet. It is a recessed shelf mir¬ 
ror, designed for the strictly commercial hotel where 
cabinet space is not required. The recessed shelf below the 
mirror provides a convenient storage space for the guest’s 
toilet articles. This model may be fitted with all of the 
accessories illustrated on Models AS-110, AS-410 and 905. 
(Prices of this model so equipped on request.) 

SPECIFICATIONS 

Model.906 

Mirror.16"xl6" 

Wall opening.16 "x6 % " 

Recessed shelf.15 % "x6 " 

Overall.18%"x26 

MODELS 907, 908 AND 909 

These models consist of a mirror fitted with key hole 
slots for concealed hanging on the wall, a projecting glass 
shelf and a towel bar underneath the shelf. Suggested for 
the inexpensive hotel guest room and for the public wash 
room where the only storage space required is for comb 
and brush and a few toilet articles that may be set on the 
projecting glass shelf. The towel bar underneath the glass 
shelf is long enough to accommodate the towels required 
for this type of room. The frame around mirror is steel, 
white enameled. 

SPECIFICATIONS 


Model . . . 

907 

908 

909 

Mirror. . . 
Overall. . . 

12 "x 16 " 
I3^"x20^" 

1 l"xlli" 

15M"x22M’ 

16"x22" 

17K"x26M" 


[Sec patje 3 for additional specifications 


Miami Cabinets 








































































































Glorifying the 
A me rican Bath room 



> 



CABINETS 


A LL models illustrated on catalog pages 20 to 21, 
inclusive, are Carey cabinets. The Carey Line was 
introduced to the trade five years ago in response to 
insistent demand for a line of moderate priced cabinets 
manufactured in accordance with Miami standards. 
Next to the Miami cabinet, the best you can buy is a 
Carey cabinet. In manufacturing this line, we employ 
the same careful workmanship and attention to detail 
that you have learned to expect in Miami cabinets. 

MIRRORS 

All mirrors are No. 1 quality plate glass, manufac¬ 
tured in accordance with Commercial Standard GS- 
27-36. This is the second best mirror that can be pur¬ 
chased in this country. All Carey mirrors are copper 
protected , guaranteed for five years against silver spoilage. 

HINGES 

All door hinges, except the hinges for the flush door 
recessed models on page 23, are piano type brass , nickel 
plated. The hinges on the flush door recessed models are 
Butt type, nickel plated. 


STEEL AND CONSTRUCTION 

The steel used in the Carey Line is Armco prime sheets, 
20-gauge specially prepared for enameling. 

The bodies of Carey cabinets are of one-piece con¬ 
struction, no open seams or joints to rust or gather dirt . 

Door strikes are stainless steel. Bullet door catches are 
nickel plated. Door stops are the bar type, nickel plated. 

Shelf supports in the Carey Line are of steel, the “U” 
type of bracket, finished to match interior of the cabi¬ 
net. The two bottom shelf brackets are designed to 
accommodate six tooth brushes. 

PLATING 

The frames on all framed models are stainless steel 
and are polished and buffed to a chrome finish. 

FINISH 

Carey cabinets are finished in three coats of first- 
quality baked enamel applied over rust-resisting under¬ 
coat. 
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CABINETS WITH FUU MIRROR DOORS 

Framed in Stainless Steel 

Gothic Top Models 

The two models shown on this page are among the most popular 
in the whole line. They are moderately priced — yet have those 
features of construction that have made Miami-Carey Cabinets 
famous, not only throughout the United States, but throughout the 
world. 

The slainless steel frames around the mirrors are absolutely non- 
rusting and may be kept clean and highly polished just by rubbing 
with a clean, dry cloth. No polish is necessary. Stainless steel is the 
perfect match for chromium plated bathroom fixtures; hence, the 
Gothic models as well as the square top models shown below are 
particularly recommended for bathrooms fitted with chromium plated 
fixtures where the budget does not permit the purchase of higher 
priced chromium plated models. 

Plain mirror is regular equipment. Mitered line mirror may be had 
at additional cost. See price list. 

The Gothic top model is available in two sizes as specified below. 

SPECIFICATIONS 


Model 

Overall 

Mirror 

Wall Opening 

2010 

2020 

16%"x26%" 

18%"x28%" 

16"x26" 

18"x28" 

n%"x\9%"x8y 2 " 

15%"x21%"x3>4" 

Return flange 1 inch. Three bulb edge shelves, two tooth brush racks, 
used razor blade drop. 


Square Top Models 

The square top stainless steel framed model illustrated on the left 
is recommended for the bathroom where the design is straight rather 
than arched or curved. 

Plain mirror is regular equipment. Mitered line mirror may be 
had at slight additional cost. See price list. 

This model is available in three sizes as specified below. 


SPECIFICATIONS 


Model 

Overall 

Mirror 

Wall Opening 

2030 

2040 

2050 

\(>y s "x 22 y s " 

18^"x24^" 

20^"x28%' 

16"x22" 

18"x24" 

20"x28" 

ny"xi 9 %"x 3 y 2 n 

\$%"x 2 \%"x$y 2 " 
\1yyx2syyx8yy 

Return flange 1 inch. Three bulb edge shelves, two tooth brush racks, 
used razor blade drop. 


[See page 19 for additional specifications ] 
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CABINETS 


IRROR DOORS 



Gothic Top Model 

The model illustrated on the right is a Gothic Top all-mirror front 
cabinet with no knob, hinges or ugly screw heads to mar the face of 
the mirror. We recommend the Gothic in either of the two sizes 
specified below. 

The beautiful mirror covers the entire cabinet so that when the 
cabinet is set in place, the appearance is that of a mirror hung on the 
face of the wall. 

The mirror illustrated is regular equipment. Plain beveled edge 
mirrors or mitered line beveled edge mirrors are available. See price 
list for difference in cost. 


SPECIFICATIONS 


Model 

Overall 

Mirror 

Wall Opening 

610 

16"x26" 

16"x26" 

13%"xl9%"x3^" 

620 

18"x28" 

18"x28" 

15%"x21%"x3 y* 

Return flange 1 inch. Three bulb edge glass shelves, used razor 
blade drop. 



Square Top Model 

The model at the right, fitted with rectangular frameless mirror, is 
recommended for the bathroom built along simple lines. The mirror 
attached to the air-cushioned door with stainless steel mirror clips 
covers the entire front of the cabinet when the door is closed. 

The mirror illustrated is regular equipment. Plain beveled edge 
mirrors or mitered line beveled edge mirrors are available. See price 
list for cost. 

This model is available in two sizes as specified below. 

Three bulb edge glass shelves and chromium plated razor blade drop. 


SPECIFICATIONS 


Model 

Overall 

Mirror 

Wall Opening 

640 

16"x22" 

16"x22" 

13%"xl9M"x33 4” 

650 

18"x24" 

18"x24" 

15%"x21%"x3J^" 

Return flange 1 inch. Three bulb edge glass shelves, used razor 
blade drop. 


[-See page 19 for additional specifications] 



Models 640, 650 
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VENETIA 


CRAT MODELS 





MODELS 1622-BF - 1622-CF 


MODELS 660 - 670 


MODELS 800 - 816 


We present the Aristocrat all-mirror front Venetian type models designed 
for the home where price must be considered but where quality is also taken 
into consideration. Note the extra large mirror (18x30-inch) on Model 670. 

The mirror as illustrated is regular equipment. Plain beveled edge mirrors 
are available. 


SPECIFICATIONS 


Model 

Mirror 

Wall Opening 

660. 

16"x24" 
18"x30" 

U%"xl9U\3y 2 ” 

15K"x2m i ’x3y 2 " 

670. 


Return flange 1 inch. Three bulb edge glass shelves, two tooth brush racks, used 

razor blade drop. 


Framed Venetian Models 

Two models that are in keeping with the present trend towards greater use 
of metal in home building and home furnishing. 

The mirror on the Model 1622-BF is set in a rich black enamel frame that 
harmonizes with black and white tile bathrooms or those fitted with black 
fixtures. 

The mirror on the Model 1622-CF is set in a frame of stainless steel polished 
and buffed to a chrome finish — a budget model suggested for the moderate 
priced bathroom that is fitted with chrome plated accessories. 

The mirror as illustrated is regular equipment. A plain mirror without 
etching is available. 


SPECIFICATIONS 


Model 

Mirror 

Wall Opening 

1622-BF. 

16"x24" 

16"x24" 

ny"x\9H"x3y 2 " 

nyxi9%"x3y 2 " 

1622-CF. 

Return flange 1 inch. Three bulb edge glass shelves, two tooth brush racks, used 

razor blade drop. 


Wall Surface Models 

The models illustrated at the left are designed to hang flush on the wall 
and are recommended for use in old construction or in new construction where 
the thickness of the wall does not permit the use of a recessed type cabinet. 


SPECIFICATIONS 


Model 

800 

816 

Mirror. 

14"xl8" 

18%"x22 

15"xl9" 

12"xl6" 

I6 : M' , x2()3 4 " 

13"xl7" 

Overall. 

Inside. 


Three bulb edge glass shelves and two tooth brush racks. 


[See page 19 for additional specifications] 
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FLUSH DO 


SED MODELS 


The cabinets shown here combine high quality with a price that 
represents an excellent value. These models are particularly recom¬ 
mended for public buildings, schools and hospitals; also for the modest 
bathroom. The same careful workmanship and high standard of ma¬ 
terials that characterizes the more luxurious Miami-Carey Cabinets 
have been adhered to in the manufacture of these models. 

These cabinets are made from heavy gauge Armco auto-body steel, 
finished in a first-quality baked enamel and equipped with air cushion 
doors that swing quietly on nickel plated hinges. Four cadmium plated 
installing screws are furnished. The mirrors are copper protected , guar¬ 
anteed for five years against silver spoilage. 

The Patented Miami-Carey drop for used razor blades is installed 
in all models. This feature, that solves for all time the question of 
what to do with the used razor blade, has won nation-wide approval 
of Architects, Contractors and Home Owners. 

1 ^^ Bevel or plain mirrors may be had in 

any of these cabinets. When ordering, be 
Jfjjf if sure to s P ec ^y ^P e m i rror wanted. 

Bevelled mirrors cost slightly more than 

Model 250 is furnished regularly with 
jpf bevel plate mirror. Plain plate mirror is 

/ mm available. Shelves are adjustable, heavy 

1 bulb edge glass. 


SPECIFICATIONS 


Model 

Mirror 

Inside 

Overall 

Wall Opening 

Shelves 

250 

16"x22" 

17"x23" 

20^"x26M" 

\iy 2 "x23A" 

3 Glass 

240 

16"xl6" 

17"x23" 

20^"x26M" 

ny 2 "x2V/ 2 " 

3 Glass 

220 

14"xl8" 

15"xl9" 

18%"x2234" 

15y 2 "xl9'A" 

3 Glass 

230 

14"xl8" 

15"x25" 

18%"x28%" 

15A"x25A" 

3 Glass 

200 

12"\16" 

13"xl7" 

16%"x20%" 

13A"xl7A" 

2 Glass 

210 

12"xl6" 

13"x23" 

16%"x26%" 

13A"x23A" 

2 Glass 


[vSVe page 19 for additional specifications] 



Models 200 and 220 


Model 250 


Models 240, 230, 210 
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Model 500 


0 &/ 

TOWEL SUPPLY and tfTILITY CABINETS 

The towel supply and utility cabinet illustrated on the left is designed and 
constructed for the less pretentious bathroom where extra storage space is 
required. 

There is no mirror in the door of this model. 

The cabinet is equipped with five glass shelves. 

White enamel is the regular finish. However, this model may be had in any 
color desired to match the tile or other bathroom fixtures. See price list for 
extra cost of special color. 


SPECIFICATIONS 

Model. 

Door. 

Wall opening. 

Overall. 

Return flange 1 inch. Five glass shelves furnished. 


.500 

. . . L4^"x34^" 

14M"x34 i^ x6 " 

18"x37M"x6M" 


RECESSED SHELF-Model 410 

The recessed shelf illus¬ 
trated on the right is manu¬ 
factured of stainless steel. It 
will retain its lustre forever 
and can be cleaned and pol¬ 
ished with a dry cloth. The 
bottom of the shelf is fitted 
with an opal glass shelf. 

Recommended for installa¬ 
tion over the bathtub, in the 
downstairs lavatory, under 
the medicine cabinet or wher¬ 
ever storage space is needed 
for toilet or bath accessories. 


SPECIFICATIONS 



Overall 

Wall Opening 

Inside 

Model 410. 

ny 2 "x8y 2 " 

16"x7"x3%" 

15^"x6^"x334" 



ELECTRIC BATHROOM HEATER 



The heater is approved 
by the Fire Underwriters’ 
Laboratories. 

Heater Capacity — 1200 
watts per hour. Furnished 
only for 110-120 volts, 60- 
cycle alternating current. 
Size of the wire to be used 
in connecting the heater is 
determined by the state or 
local building code. In most 
areas, a No. 14 two-wire 
connection is used. 


Framed in brilliant Chrome, the electric 
room heater illustrated at left rapidly removes 
the chill from the bathroom, dressing room or 
kitchen. Especially appreciated when the heat¬ 
ing system is not in use. 

The motor-driven fan behind the heating 
arrangement quickly distributes the heated air 
to every part of the room. 

The attractively designed grille, with its 
close spacing, makes it impossible for even a 
small child to come in contact with the elec¬ 
trical or mechanical parts of the heater. 

The warm air forced into the room by the 
motor-driven fan makes an excellent hair dry¬ 
ing device, very much appreciated by the 
ladies. 

The small motor which drives the fan offers 
no radio interference and requires no oiling. 
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COLONIAL BATHROOM CABINETS 



I N the Fall of 1937 and in the Spring of 1938, we con¬ 
ducted a survey with a view of finding out what the 
cost of the average residence was that was being 
financed through F.H.A. loans. We learned that ap¬ 
proximately 68% of F.H.A. financed residential con¬ 
struction was for houses costing $6,000 and less. With 
this information, Miami-Carey designers set to work 
to develop a line of good steel bathroom cabinets that 
could be offered for sale at prices that would be well 
within the reach of the owners of these low cost houses. 

August 1, 1938, we introduced the Colonial Line as 
illustrated on pages 26, 27 and 28. In our humble 
opinion, the Colonial Line represents the greatest value 
ever offered to the low cost residential market. 

STEEL AND CONSTRUCTION 

Colonial cabinets are constructed of Arrnco steel 
22-gauge prime sheets. The bodies are manufactured 
of one piece of steel with no open seams to catch dust 
and dirt. 

MIRRORS 

Model 405 — the mirror in Model 405 (formerly 
701-F) is crystal glass inch thick, selected silvering 
quality, with protective copper coating guaranteed for 
five years against silver spoilage. 

The mirrors in all other models in the Colonial line 
are sheet glass, selected silvering quality, with protec¬ 
tive copper coating guaranteed for five years against 
silver spoilage. 


FINISH 

Colonial cabinets are finished in two coats of first- 
quality baked enamel applied over rust-resisting under¬ 
coat. 

HINGES 

Colonial cabinet door hinges are butt type nickel 
plated with brass pin, concealed behind the door. They 
will never bind. 

FRAMED MODELS 

Model 404 has a steel white enameled frame around 
the mirror. 

Models 400-CF, 400-BF, 403 and 402 are fitted with 
stainless steel frames polished and buffed to a chrome 
finish. These are continuous one-piece frames. 

COLONIAL LIGHTED CABINETS 

The Colonial cabinets fitted with light brackets are 
complete in every respect. In addition to the light fix¬ 
tures, these models are also fitted with switch to control 
the lights and an electric convenience plug for razors, 
curling irons and other electrical appliances. The light 
brackets are brass , chromium plated. Bulbs are not fur¬ 
nished. Any regular bulb may be used. The T-10 frosted 
tubular light bulb may be used also. 

The lighted models are assembled complete at the 
factory, including the wiring. Electrical outlet box is on 
top of the cabinet behind the front flange. 
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Model 401 


Model 402 
Model 403 


COLONIAL 

BATHROOM CABINETS 


MODEL 401 

Colonial Cabinet Model 401, illustrated on the left, is an all-mirror 
front electrically equipped cabinet, including Colonial lights, switch 
to control the lights and an electric convenience plug. The combina¬ 
tion of cabinet, light fixtures, switch and convenience plug in the one 
unit wired complete at the factory means a saving of anywhere from 
$2.00 to $4.00 per bathroom when compared to the cost of the cabinet 
without lights, plus the installation of the switch, the light fixtures 
and electric convenience plug on the wall. This saving is brought 
about in that it is only necessary to provide for one electrical outlet 
in the bathroom when this and other electrically equipped models 
are installed. 

MODEL 402 

Model 402 has a rich black enamel frame around the mirror. 11 is 
ideal for installation in bathrooms where black and white tile is used 
or in bathrooms fitted with black accessories. 

MODEL 403 

Model 403 is likewise a framed model. The frame around the mir¬ 
ror is stainless steel , the everlasting metal, polished and buffed to a 
chrome-like finish, a perfect match for bathrooms fitted with chrome 
plated bathroom accessories. 

Models 402 and 403 are electrically equipped with lights, switch 
and convenience plug. 


% 

SPECIFICATIONS 


Model 

Mirror 

Wall Opening 

Overall 

401 

16"x22" 

13%"xl9"x3}4’ 

16"x22" 

103 

16"x22" 

MHWxVA’ 

16 ^"x 22 M" 

102 

16"x22" 

13%"xl9"x3 V 2 “ 

16 M"x 22 M'' 

Two bulb edge glass shelves, die stamped razor blade drop, two tooth 
brush racks, bar type door stop. 


[»SVe page 25 for additional specifications] 
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COLONIAL BATHROOM CABI[NETS 


MODEL 404 

Model 404 (formerly 700-F) is an inexpensive recessed cabinet de¬ 
signed for the low cost home or apartment — a budget model. Mirror 
set in a white enamel frame. 


SPECIFICATIONS 


1 Model 

Mirror 

Wall Opening 

404 

15^"x22%" 

13M"xl8%"x3 K" 



Regular Equipment: Door stop, one tooth brush rack, razor blade drop, two 
white enamel steel shelves. 


MODELS 405 405-A 

Model 405 (formerly 701-F), illustrated on the right, is an all-mirror 
front model, the mirror covering the entire front of the cabinet. This 
cabinet is designed for the moderate priced home for which a cabinet 
without a frame around the mirror is required. The mirror clips with 
which the mirrors are attached to the doors are stainless steel. 

This model can be furnished with No. 1 selected plate glass mirror 
copper protected , guaranteed for five years against silver spoilage. The 
model number for this cabinet so equipped is 405-A. See price list for 
cost. 

SPECIFICATIONS 


Model 

Mirror 

Wall Opening 

105—105-A. 

16"x22" 

13%"xl8M"x33^" 


Regular equipment: Two bulb edge glass shelves, bar type door slop, razor blade 
drop, two tooth brush racks. 


MODELS 400-CF — 400-BF 

Model 400-CF, illustrated at right, is a framed cabinet, the mirror set 
in a stainless steel frame polished and buffed to a chrome-like finish. An 
ideal model for the inexpensive bathroom in which chrome accessories 
are used. 

Model 400-BF, illustrated at the right, has a rich black enamel frame 
around the mirror. The correct model to use where the accessories are 
other than chrome and where a black bullnose is used in the tile or as 
a decoration strip. 

SPECIFICATIONS 


Model 

Mirror 

Wall Opening 

Overall 

400-CF. 

16"x22" 

13%"xl8^"x3^" 

16K"x22M" 

400-BF. 

16"x22" 

13M"xl8^"x3J/^ 

16K"x22M" 

Regular Equipment: Two bulb edge glass shelves, two tooth brush racks, bar 
door stop and razor blade drop. 


[See page 25 for additional information ] 






Model 404 


Model* 405 


Model 400-CF 
Model 400-BF 
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COLONIAL BATHROOM CABINETS 


Models 

No. 1 and No. 3 


Model No. 2 


(Right) 


An all mirror front 
straight top inexpensive 
wall hung cabinet to hang 
on the face of the wall. 

Available in one size as 
listed below: 


An inexpensive arched top 
wall hung cabinet covered 
with an all mirror front door. 

Available in two sizes as 
listed below: 


SPECIFICATIONS 


SPECIFICATIONS 


Model 

Mirror Size 

Body Size 

No. 1. 

No. 3 

12"xl8" 

14"x20" 

nyxisy 

nyyx\i%" 


Mirror, ^f 6 " crystal glass, selected silvering quality; regular 
equipment, two bulb edge glass shelves. 


Model 

Mirror Size 

Body Size 

No. 2. 

12"xl6" 

wiywyy 

Mirror, crystal glass, selected silvering quality; regular 

equipment, two bulb edge glass 

shelves. 


[See page 25 for additional specifications] 


Carey Built-in Ironing Board 



The Carey Ironing Board Cabinet is a real step saver in the 
kitchen or laundry. It is made to fit between standard studding 
and when not in use it may be folded back, out of the way. 

The cabinet is regularly finished in prime coat so that it can 
be painted to match the room trim. It may also be had in Crystal 
Snow finish if desired. At a small extra charge the cabinet may 
be fitted with a convenience hot plug and a sleeve board. If the 
convenience hot plug is desired, bring the house wires into top 
center of the wall opening. 

The steel case is fireproof. It costs 
no more than a case built of wood, if 
all costs are considered. The board is 
of strong wood fifty (50) inches long. 
The door is reinforced on the inside 
so that it will never sag. When the 
board is set in the wall no outside cas¬ 
ing is needed. Four (4) cadmium 
plated installing screws are furnished. 
These screws will never rust. Cut the 
wall opening about twelve inches 
above the finished floor line to bring 
the board to the proper height. 


Overall. 

Wall opening 
Board. 


SPECIFICATIONS 

.16%"x59 % w 

.14Ji'x57$i"x4 W 

.11^x50" 


Carey Laundry Chute 


The Carey Laundry Chute door, designed to replace the old- 
fashioned bulky and unsightly wood door, is indeed a worth-while 
addition to any home. It will never warp or get out of square. 
Painted to match the color scheme of the home, it is a welcome 
successor to the unsightly, old-fashioned wood door. 

The Carey Laundry Chute Door is manufactured of heavy 
gauge Arrnco autobody steel, finished in prime coat. The unit 
arrives at the job all 
ready to install, no hard¬ 
ware to buy, no doors to 
fit. Four cadmium plated 
installing screws are fur¬ 
nished. These screws will 
never rust. The four cor¬ 
ners of the body are re¬ 
inforced with steel angles 
so that the unit will never 
sag. The door is held wit h 
a brass bullet catch. This 
complete unit costs less 
than the old-style wood 
door. It can be installed 
in five to ten minutes’ 
time. 




Overall. 

Wall opening 
Door size. . . 


SPECIFICATIONS 


.9"xl2" 

.8j^"xl2" 





































































MIAMI 


CHROMIUM BATHROOM ACCESSORIES 

Brilliantly BeantifuI 

A FEW years ago, the bathroom fitted with chromium plated accessories 
.was the exception rather than the rule. Today, the picture is different. 
Chromium plated bathroom accessories have arrived — they are the rule 
rather than the exception. WHY? They are brilliantly beautiful. They match 
chromium plated fixtures. They add the final touch to today’s bathroom. 
They are easier to install. Fitted with front flanges, they eliminate open 
joints. They will not crack or craze. They can be removed for replacement 
without damaging the finished wall. 

Miami Accessories illustrated on pages 29, 30 and 31 are manufactured of 
selected brass , over which is applied, first, a thick coating of nickel, and then 
a covering of hard chromium — the “Everlasting Accessory.” 

When ordering Miami Accessories, be sure and specify the type of bracket 
required by adding the prefix “L” to the Model Number for the lug type. 
Add the prefix “S” to the Model Number for screw-on type. 


RECESSED ACCESSORIES 

Accessories Nos. 6000, 6001, 6002, 6003 and 6001 are recessed models. They 
can be appropriately built into any style wall by making arrangements in 
advance for their installation. When installed, they become a part of the wall 
itself. These recessed pieces may be had in the screw-on type or in the lug 
type. Wall opening on all recessed accessories 534 'x534 ^ overall size 634"x6)4- 
No. 6000 soap holder and No. 6004 soap and grab bar are fitted with non- 
breakable trays. 
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PROJECTION TYPE ACCESSORIES 

All accessories illustrated onjhis page and the following page are furnished with “L” lug type 
brackets for installing fixtures permanently into the wall or the “S” screw-on type that fasten 
readily to practically any surface. The installing screws used with the “S” accessories are con- 
cealed by the front plate of the bracket 



No. 5005 Soap Dish 
No. 5006 Soap Dish with Drain Holes 


No. 5010 
Single Robe Hook 


No. 5008 

Tumbler and Tooth-Brush Holder 





No. 5009 

Tooth-Brush Holder 



No. 5007 
Tumbler Holder 



No. 5011 

Double Robe Hook 



No. 5041 

Door Stop 



No. 5042 
Razor Strop Hook 



No. 5043 

Towel Hook 5" Projection 






































PROJECTION TYPE ACCESSORIES 


TOWEL BARS 



OCTAGON CHROMIUM PLATED BARS —CHROME BRACKETS 
No. 5000 — J4"x8" Octagon Grab Bar 

No. 5001 — J^"xl8" Octagon Towel Bar No. 5008— %"x30" Octagon Towel Bar 

No. 5002 — ^"x24" Octagon Towel Bar No. 5004 —- J4"x36" Octagon Towel Bar 



SQUARE CRYSTAL GLASS TOWEL BARS—CHROME BRACKETS 
No. 5018 — ^"xlS" Square Glass Bar No. 5020 — 1 /8 , 'x30" Square Glass Bar 
No. 5019 — J-'8"x24" Square Glass Bar No. 5021 — J4"x36" Square Glass Bar 


SQUARE CHROMIUM-PLATED BARS—CHROME BRACKETS 
No. 5022 — %"x8" Square Grab Bar 

No. 5023 — J^"xl8" Square Towel Bar No. 5025 — %"x30" Square Towel Bar 
No. 5024— %"x24" Square Towel Bar No. 5026— J^ ,, x36" Square Towel Bar 



BOUND CRYSTAL GLASS TOWEL BARS — CHROME BRACKETS 
No. 5032 — %"xl8" Round Glass Bar No. 5033 — %"x24" Round Glass Bar 
No. 5034 — J4"x30" Round Glass Bar 



BOUND CHROMIUM-PLATED BARS—CHROME BRACKETS 
No. 5027 — %"x8" Round Grab Bar 

No. 5028 — %"x 18" Round Towel Bar No. 5030 — V^x30" Round Towel Bar 
No. 5029 — J4"x24" Round Towel Bar No. 5031 — V % "x36" Round Towel Bar 






CRYSTAL GLASS SHELVES 


No. 5014 — %"x5"xl8" Glass Shelf— Chrome Brackets 
No. 5015— 5Hs"x5"x24' / Glass Shelf— Chrome Brackets 
No. 5016— Vz’x 5"x30" Glass Shelf— Chrome Brackets 
No. 5035 — 54"x5"xl8" Glass Shelf— Chrome Brackets 
No. 5036 — 5 /j6''x5"x24" Glass Shelf— Chrome Brackets 
No. 5037 — 5 46 "x5"x 30" Glass Shelf— Chrome Brackets 



No. 5017 — 8%"x25" Chromium Towel Shelf 


When ordering accessories, specify the type of bracket 
required, by adding the prefix “L” to the model number 
for the lug type, or the prefix “S” to the model number for 
the screw-on type. 


INSTALLATION 


DETAILS OF MIAMI 


L 


TYPE 



This detail 
shows the 
met hod of in¬ 
stalling fixture 
permanently into 
wall with cement. 
Available in all 
projecting styles 
shown in this 
catalog. If 
wanted, add prefix “L” to fixture 
model number. 



All recessed fixtures 
which carry prefix “L” 
are so designed to 
“key” permanently in¬ 
to the wall with 
cement or mortar. The 
Soap and Grab Bar 
No. 6004 has the addi¬ 
tional reinforcing bar 
shown at left for addi¬ 
tional strength. Re¬ 
cessed fixtures are 
also made in “S” type 
for attaching to recess cut in wall, with screws or 
toggle bolts. 


ACCESSORIES 
S TYPE 

This detail 
shows method of 
installing fixtures 
to the surface of 
the wall with 
screws or toggle 
bolts. Available 
in all projecting 
styles shown in 
this catalog. If 
wanted, add pre¬ 
fix “S” to fixture 
model number. 
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COLONIAL BATHROOM ACCESSORIES 


RECESSED TYPE ACCESSORIES 



Model 4023 
Tumbler Holder 


P RESENTING — in the latest design—Miami-Carey 
COLONIAL Bathroom Accessories. 

Colonial accessories in the designs illustrated on this and 
following pages were designed for us by one of the nation’s 
outstanding architects. 

The Colonial accessories are manufactured of “Zamac” 
metal, developed by the New Jersey Zinc Company, and now 
recognized to be the cleanest alloy of metals that can be 
found. There are practically no impurities in Zarnac. It has 
great strength and shows no depreciation from age. It is non- 
corrosive and is used extensively in automobiles, electrical 
appliances, business machines and other equipment that must 
stand hard usage. 

Finish — Colonial accessories are triple coated. First, a 
heavy coating of pure copper plating. Second, a coating of 
nickel and, finally, a heavy coating of pure chromium. The 
result is the finest plating job yet offered the trade. 



Model 4020 

Paper Holder— Wood Roller 
Model 4021 

Paper Holder — Chrome Roller 





Model 4022 

Soap Dish with Non-breakable Tray 


Model 4025 

Paper Holder for Folded Sheet Paper 


Model 4024 

Soap Dish and Grab Rar with Non-breakable tray 


All COLONIAL Recessed Accessories illustrated above have overall dimensions 6 / 4 $” x 6 ^ 4 $ ,r . \\ all openings are 5 ) 2 " x 5 /^ ,, x 2 w . 
They can be appropriately built into any style wall by making arrangements in advance for their installation. Recessed accessories 
are available in either S (screw-on) type or L (lug) type. Specify Type required when ordering. 


PROJECTION TYPE ACCESSORIES 



Model 1006 

Paper Holder with Wood Roller 


Model 4007 

Paper Holder with Chrome Roller 



Model 4018 

Powdered Soap Dis¬ 
penser — wall type 



Model 4013 

8 " Grab Bar— Hexagon Design 



























































Model 4000 

Open Type Tumbler Holder 


Model 4001 

Closed Type Tumbler Holder 


Model 4002 

Closed Type Combination Tumbler 

1 rr .L _U 




METHODS OF INSTALLING PROJECTION TYPE ACCESSORIES 


The illustration at left shows the method of attaching 
“S” type (which is the screw-on fixture) to the wall. 

Illustration at right shows method of installing “L” 
type accessories in the wall. 

When ordering projecting type accessories, it is 
not necessary to specify “L” or “S” type. We fur¬ 
nish both the “L” and ‘ , ‘ , S ,, type installing plates 
with each projecting accessory. You may use 
whichever plate meets your installation require¬ 
ments. 


Only Miami-Carey furnishes this service. 


PROJECTION TYPE ACCESSORIES 


Model 4003 — Soap Dish 
Model 4004 

Soap Dish with Drain Holes 


Model 4005 
Tooth Brush Holder 


Model 4008 
Single Robe Hook 


Model 4019 
Double Robe Hook 


CRYSTAL GLASS SHELVES — CHROMIUM 


Model 4011 

Door Stop 


HEXAGON TOWEL BARS — CHROMIUM BARS AND BRACKETS 
Model 4014 — 18" Towel Bar Model 4016 — 30" Towel Bar 

Model 4015 — 24" Towel Bar Model 4017 — 36" Towel Bar 


BRACKETS 

Model 4009 — %"x5"xl8" Glass Shelf 
Model 4010 — 5 4"x5"x24" Glass Shelf 
Model 4012 — 94"x5"x30" Glass Shelf 
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DOORS 








The above illustration shows access door 
open, exposing “back out” type cam lock; 
fixed and operative pivot; frame with plaster 
key flange “A” and reinforced corners. 



The illustration above shows Carey Access 
door with “A” type flange in masonry wall 
with plastered face. 



Where walls are faced with marble or tile 
or similar material plaster key flange is set 
back from face of door \%' } to allow for 
ample bed of mortar. This type flange is 
known as “B”. 


Hinged Door Type 

Carey Hinged Access Doors permit quick, easy access to pipes, 
plumbing valves, air shafts, electric wiring, etc. They come as a unit, 
ready to place in wall or ceiling without special framework or bucks. 
Frames are of sixteen (16) U. S. gauge galvanized steel, reinforced at 
corners and with perforated key or fastening flanges for plastered 
surfaces. Frames may also be had for walls faced with marble or tile 
or for masonry walls requiring lace flange only. Lids are of fourteen 
(14) gauge leveled steel and are equipped with fixed and operative 
pivot as well as cam lock which automatically backs lid from frame 
when exposed, flush screw head bolt in door is turned. 

Carey Access Doors fit flush with wall surface and may be papered 
or decorated over. They receive a shop coat of enamel baked on before 
leaving factory. 


SPECIFICATIONS 


Model 

Panel Size 

Wall Opening 

Weight 

711. 


8"xl2" 

6 lbs. 

1216. 

12J4"xl6 yy 

13"xl7" 

10 lbs. 

1418. 

uy 2 "x\»y 2 " 

15"xl9" 

14 lbs. 

1821. 

18^"x24i^" 

19"x25" 

25 lbs. 

1830. 

18J^"x30^" 

19"x31" 

30 lbs. 


Carey Access Doors with “A” type flange for plastered walls are 
carried in stock ready for immediate shipment. Access Doors for 
marble and tile faced walls and plain flanged type (“C”) are carried 
knocked down and require a few days for assembly. When ordering 
be sure to designate type flange (A, B or C) wanted. When not 
specifically mentioned “A” type will be furnished. 



Type “A” plaster 
key flange for all 
types of walls faced 
with plaster. 



Type “B” key 
flange set back from 
face of panel for tile 
or marble faced 
walls. 



Type “C” has one 
inch face flange; 
only for glazed brick 
or unfinished mason¬ 
ry walls. 
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CAREY ACCESS DOORS 

Screw Door Type 

Access doors permit quick, easy access to pipes, plumbing valves, 
air shafts, electric wiring, etc. The frames are heavy gauge Arnica 
autobody steel. All corners are reinforced. Frames are fitted with 
plaster hooks. They may also be nailed or screwed to wood studs. 

The door is 14-gauge Armco autobody steel. Door fits snugly against 
inside sill of the frame. The edges of the frame and door are flush with 
plaster. Doors can be covered with wallpaper or painted so as to be 
almost invisible. A screw driver is the only tool needed to open the 
door. The removable door can then be put aside out of the way of men 
working. 

When ordering state whether doors are to be set in plaster-faced 
walls or in walls faced with marble or tile. Flange depths are set back 
for tile or marble walls. 


Illustration shows 
cover removed 
from frame. Screws 
at top and bottom 
hold cover in po¬ 
sition. 


SPECIFICATIONS 


Model 

Panel Size 

W all Opening 

Weight 

812. 

7)4"x] i y 2 " 

8 "xl2" 

6 lbs. 

1317. 

\2y 2 "xuy 2 " 

13"xl7" 

12 lbs. 

1319. 

I4J^"x18H" 

15"xl9" 

16 lbs 

1925. 

\nyx2\yy 

19"x25" 

27 lbs. 

1931 

18^"x30^" 

19"\31" 

33 lbs. 


MIAMI WALL HUNG MIRRORS 



Models 1 -N, 2-N, 3-N 

SPECIFICATIONS 


The mirrors illustrated here are for hanging on the surface of the wall above the 
lavatory or wherever a mirror is required. 

STEEL FRAMED MIRRORS 

Models 1-N, 2-N and 3-N, illustrated at the left, are steel framed, the frame fin¬ 
ished in first-quality white baked enamel. These frames may be had in special color 
if required. Plain mirrors are also available. 

CHROME FRAMED MIRRORS 

The model illustrated below, available in six sizes, is a plain plate mirror set in a 
brass, chromium plated frame, channel type. Backing behind the mirror is steel. 

Frame is %'xWxW- 

All models fitted with key hole slots for concealed hanging on the wall. 

All mirrors illustrated 
guaranteed for five years 
against silver spoilage. 

Mirrors fitted with 
brass angle frame and 
theft proof device are 
available in the sizes 
listed in the specifica¬ 
tions box. Prices on re¬ 
quest. 


on this page are No. I selected plate copper sealed. 


Model 

Mirror 

Overall 

l-N. 

I6"x22" 

\7H’*2Sh’ 

2 -N. 

11 "xl8" 

15M"xl9M" 

3-N. 

12 "xl6" 

13M"xl7^" 

10 . 

12 "xl8" 

I2^"xl8^" 

11 . 

M"x20" 

uy s ’x2oy s " 

12 . 

I6"x20" 

I6^"x20^" 

13 . 

16"x22" 

16%"x22^" 

11 . 

18"x2 4" 

I8^"x2l %" 

15. 

2<)"x28" 

20^"x28^" 



Models 10, 11, 12, 13, 14, 15 
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MIAMI CABINET? 


A PARTIAL LIST OF Ml AMI-C AREY DISTRIBUTORS 

We regret that limited space prevents us from listing all Miami-Carey Distributors. 


ALABAMA 

Birmingham, The Philip Carey Co., L. G. Baumhauer. P. O. Box 1822 
Birmingham Sash & Door Co., 9th Ave. and 28th St. 

CALIFORNIA 

Los Angeles, The Philip Carey Company, 337 So. Anderson St. 

Warren & Bailey Co., 337 So. Anderson St. 

CANADA 

Walkerville, Ontario, Ladore & Co., Ltd., Walker Power Building 

COLORADO 

Denver, The Philip Carey Co., C. V. Oglevie, 4369 DePew 

DISTRICT OF COLUMBIA 

Washington, Floyd Koontz, 1427 Eye St., N. W. 

FLORIDA 

Jacksonville, The Philip Carey Co., A. H. Grimm, P. O. Box 5327 
Miami, Miami Metal Weather Strip Co., 98 N. W. 23rd St. 

Tampa, The Philip Carey Co., W. L. Johanessen, P. O. Box 788 

GEORGIA 

Atlanta, The Philip Carey Co., 666 Greenwood Ave., N. E. 

ILLINOIS 

Chicago, The Philip Carey Co., 4512 Fillmore St. 

Kankakee, The Philip Carey Co., A. V. Lutton, 386 So. Harrison Ave. 
INDIANA 

Indianapolis, The Philip Carey Co., 1111 E. 19th St. 

IOWA 

Des Moines, P. H. Rasmussen, 3519 University Ave. 

KANSAS 

Wichita, United Sash & Door Company 
KENTUCKY 

Louisville, The Philip Carey Co., 1032 So. 8th St. 

MARYLAND 

Baltimore, The Philip Carey Co., 1400 Moreland Ave. 
MASSACHUSETTS 

Boston, Brockway-Smith-Haigh-Lovell Co., 465 Medford St. 
MICHIGAN 

Detroit, Ray T. Lyons, 2457 Woodward Ave. 

Grand Rapids, The Philip Carey Co., Mark Terrill, 1330 Calvin, S. E. 
MINNESOTA 

Minneapolis, The Philip Carey Co., 112 Lumber Exchange Bldg. 

St. Paul, Raymer Hardware Co., 58 E. 5th St. 

MISSISSIPPI 

Jackson, The Philip Carey Co., J. C. McGarity 
MISSOURI 

Kansas City, Kelley Asbestos Products Co., 2010 McGee St. 

The Philip Carey Co., 2008-2010 McGee St. 

Fred B. Kennedy, 1200 Oak St. 

St. Louis, The Philip Carey Co., 4165 Duncan Ave. 

Frank Felker, 3550 Pine Grove Ave. 

MONTANA 

Butte, Archie W. Adams, 618 Metals Bank Building 
NEW YORK 

Albany, Wholesale Service Supply Co., 46 Spencer St. 

Binghamton, A. Roberson & Son 

Buffalo, The Philip Carey Co., 1174 Niagara St. 

Dohn-Fischer Co., 1330-1348 Niagara St. 


NEW YORK —Continued 

New York City, The Philip Carey Co., 60 East 42nd St. 

Rochester, S. A. Spencer, 135 Spring St. 

Syracuse, Alexander Grant’s Sons, 134 Genesee St. 

Utica, American Hard Wall Plaster Co. 

NORTH CAROLINA 

Charlotte, The Philip Carey Co., 131 Brevard Court 
A. L. Simpson, 1316 Romany Road 

OHIO 

Akron, Hardware & Supply Co., 475 High St. 

Canton, Canton Hardware Co., 1221 N. W. Third St. 

Cincinnati, The Philip Carey Co., 408 Commercial Square 
H. H. Fikret, 127 E. 9th St. 

Cleveland, Porter Building Equipment Co., 6501 Euclid Ave. 
Columbus, The Philip Carey Co., 100 W. Spring St. 

Dayton, The Philip Carey Co., 86 Weakley St. 

Mansfield, The Overhead Door Sales Co., 195 E. 4th St. 
Steubenville, Service Sales Co., 319 Washington St. 

Toledo, Swan Creek Lumber Co., 226 City Park Ave. 

Youngstown, Kitchen Cabinet Sales Co., 33 Broadway at Wick Ave. 

OKLAHOMA 

Oklahoma City, J. B. McKelvey, P. O. Box 115 
Tulsa, L. A. King, P. O. Box 375 

OREGON 

Portland, McCracken-Ripley Co., 2221 N. Albina 
PENNSYLVANIA 

Harrisburg, C. H. Hershock, 1513 N. Cameron St. 

Philadelphia, The Philip Carey Co., 24th & Sedgley Sts. 

F. H. Hammett, 401 No. Broad St. 

Pittsburgh, The Philip Carey Co., Corliss Station 
L. A. Rust, 142 Gulf Building 
Wilkes-Barre, William H. Pierce, 402 Bennett Building 

SOUTH DAKOTA 

Sioux Falls, Dakota Building Materials Co., 115 No. Main Ave. 
TENNESSEE 

Chattanooga, The Philip Carey Co., 212 Volunteer State Life Bldg. 
Knoxville, A. G. Heins Co., 116-136 Heins St. 

Memphis, The Philip Carey Co., 920 Dermon Bldg. 

Nashville, Keith-Simmons Hardware Co. 

TEXAS 

Dallas, The Philip Carey Co., 809 Thomas Bldg. 

El Paso, C. C. Gaines Co., 1002 Mills Bldg. 

Austin, The Walter Tips Co., 2nd and Colorado St. 

VIRGINIA 

Richmond, The Philip Carey Co., C. W. Payne, P. O. Box 488 
Roanoke, Huttig Sash & Door Co., 1213 Maryland Ave., S. W. 
Norfolk, The Philip Carey Co., 23rd and Granby Sts. 

WASHINGTON 

Seattle, The Philip Carey Co., 820 Fairview Place 
Spokane, Jensen-Byrd Co., 314 Riverside Ave. 

WEST VIRGINIA 

Charleston, Fireproof Products Co., P. O. Box 1327 
Wheeling, The Philip Carey Co., Chapline at 18th St. 

WISCONSIN 

Appleton, The Philip Carey Co., H. B. Johnson, 522 No. Garfield St. 
Milwaukee, H. L. Broan, 123 E. Pittsburgh Ave. 


Warehouse stocks are carried in New York City; Philadelphia, Pittsburgh and Harrisburg, Pa.; Boston, Mass.; Washington, I). C.; Birmingham, Ala., 
St. Louis, Mo.; Milwaukee, Wise.; Miami, Fla.; Cincinnati, Cleveland, Dayton and Columbus, Ohio; Indianapolis, Ind.; Los Angeles, Calif.; Seattle. 

Wash.; Norfolk, Va.; Chicago, Ill.; Louisville, Ky.; Balti more, Md. 
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